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Kimberly Prcha! 

Study Manager 
MDS Pharma Services 
621 Rose Street 
Lincoln, NE 68502 

Dear Kimberly: 

Thank you for sending the devices as requested. Shortly after mailing them, I 
received a call from Bob requesting that I bring the mechanical version with me 
when I come to MDS. Knowing how much fun I would have trying to get the 
device through Airport Security, I thought it best if I sent it overnight. 

See you on Sunday and, again, many thanks. 

Cordially, 

Candace R. Adams, PhD 
Senior Research Scientist 
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